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Gates: 

i bmre ai»| | easi mi it OKtataly la one la 

wiiicii I Ului to out la mxy w&y tiMUc vm cm, Wsmm&St 1 4o tel 
tliitt !» oaa ooaetur te tlit laaptecar 0«s»EFtI*s liEiiDiR in- 

voacisatte. AMimi|^IIiiR»ii©t»*«iBtei|a*«ioateidoqte;y<rfteiav^ 
sacioa, I tei tliit we lisvie « to look Into te aatkat wbkh baa 

taken i 4 > to now, end eta ooesutaloa wltit die IXxeete of taeoraul, the 
Medical Itaf, «Bd poaalMy ottae, am eta we can do. 

<3fiiaiid* I weidd he moat mimmm m ham te Hhrector 
|dace| ilaeitety eottaa. tide woeid aetai to ase to he qelte laonialstet wl^ 
litoeeeeing^ iBSG end VA ctetTm elimdteneoujsly « 1 deei:*t know whet oi^(>®ccae’* 

alon e adgh t be, hut It certataly would apiter that dila could fel ua Into trouhte. 
Fuethoariaoiw, tece thexe wotdd afpms to ham aecuxity or a |Mpir#ti«w ial ccmaid* 
«ratli»e iieoita to thteAfaacyiawQlite In maWnteiit^edwd^ Iwoederll 
teltaciorwtnddaDt he hoitetqroexiaelw^fUlata* Intacta^ (HwOen- 
er4d Counaal woidd have to tula m ihia.l 

I dan*! eee how we cwot eoncot wilhoia hitter teeatlft- 
tioo which wo could, of oootao, atataka very pxoa^y. However, llte ht- 
apactox iSmmx^ needs to iovo hki imawer by t omo r row , ten as te aa I am cm- 
cemed It will have to he nepctvo. 

With regard to te poasihOlty of ca Aid Society grant, 
this wcadd aaam to be e mmt deeerving ceee, end khice wo met at pmemat cm- 
ductbigafSMlMve whte eottaltdy wmhtiaglsatihteited teds, it would 
sera to im te it woiM he ata igjgroprta h> atitefi te a graa* or loa^ 

I l ueadtete outcome of Me etee. 
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